/ With four former fire chiefs and one more Shick installed, ‘Heber ought to have*the ,- 
best fire protection in the state. Former. chiefs are, from left, Earl sath F. ink 


: five men were honored at a special Chinese dinner attended by other ° ™m bets. “of 
{ the volunteer ‘unit. 


